CHARLES F. WILLIAMS, PHILADELPHIA, PA, 


THE BIRTH OF OUR NATION'S FLAG ~ 
from a painting by Chas. H. Weisgerber 5 
The First American Flag accepted by Com- ^ 
mittee and adopted by Resolution of Congress, 
June 14th, 1777 as the National Standard, was «j 
made by Betsy Ross in 1776 at 239 Arch = 
Street, Philadelphia, in the room represented £ 
in this picture. “ 
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